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ORIGIN COME-OO 

INFO OCT-01 CIAE-00 DODE-OO EB-11 NSAE-00 RSC-01 TRSE-00 

EUR-25 AEC-11 ISO-OO ACDA-19 /068 R 

DRAFTED BY COMMERCE/OEA:EFINE:MAR 
APPROVED BY EB/ITP/EWT: JMGREGORY, JR. 
COMMERCE/OEA:CSEASWORD 
RPE 

062784 

R 222235Z MAR 74 
FM SECSTATE WASHDC 
TO USMISSION OECD PARIS 

CONFIDENTIAL STATE 058354 

EXCON 

EO 11652: XGDS-1 

TAGS: ESTC, COCOM, US, HU 

SUBJ: US DISTANCE METERS TO HUNGARY - IL 1502 

REF: COCOM DOC(74)3 19 
OECD PARIS 6744 

1. RE QUESTION C REF. B, THE INSTRUMENTS COME WITH THEIR 
OWN CARRYING CASES AS STANDARD EQUIPMENT. TYPE 1 1420B 
CARRYING CASES HOLD THE POWER SUPPLY, OPTICAL ACCESSORIES, 
THERMOMETERS, BAROMETER MOUNTINGS, ETC. WE DO NOT KNOW 
WHY FOUR CARRYING CASES WERE ORDERED BUT WE CAN DEFINITELY 
CONFIRM THAT ONLY TWO INSTRUMENTS ARE TO BE EXPORTED. WE 
COULD SPECULATE THAT THE EXTRA CARRYING CASES WILL BE USED 
TO CARRY THINGS SUCH AS LOG BOOKS, SPARE PARTS, REFERENCE 
MATERIALS, BEER, LUNCH, OR EXTRA CLOTHING. IF NECESSARY, 

WE CAN ASK THE APPLICANT TO QUERY HIS CUSTOMER. WE ARE 
RELUCTANT TO DO SO, HOWEVER, SINCE THE CARRYING CASES ARE 
NO MORE THAN REINFORCED SUITCASES AND ARE NOT COVERED BY 
THE IL. 
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2. THE ACCURACY IS SUFFICIENT FOR THE METERS TO BE USED 
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FOR MILITARY SURVEYS AS WAS THE CASE IN COCOM DOCS(73)575 
AND (73)832 COVERING EQUIPMENT SPECIALLY DESIGNED FOR 
MILITARY USE. KISSINGER 
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